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17th. . February  1941. 


W.  A.  MILNE,  M.B., 
MedV  Officer  of  H 


Annual  Report  on 

Port Sanitation  1940 . 

lac ton  U.D.  and  Hrinton  A Walton 


Owing  to  the  War  the  piers  at  the  above  Urban 
districts  were  rendered  unserviceable  for  embarking  and 
.iserA arking  and  all  the  usual  shipping  was  suspended. 

ho  action  under  the  Regulations  was  required. 


hedical  Officer  of  Health. 


